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Message Text 
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ACTION EUR- 12 

INFO OCT-01 ISO-OO EB-08 /021 W 

081301Z 122826/43 

R 0805 16Z APR 77 
FM AMCONSUL ISTANBUL 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 8663 
AMEMBASSY ANKARA 

UNCLAS ISTANBUL 1208 

E. O. 11652: NA 
TAGS: BTIO, TU 

SUBJ: FOREIGN GOVERNMENT TENDER: PORTABLE PNEUMATIC TRANSPORT 
DEVICES 

1. 489/03/T001 1 

2. 04/07/77 

3. R. BECKHAM 

4. 489 TURKEY 
T. N 

6A. WRITE TO - 
6B. - 

6C. DENIZCILIK BANKASI T.A.O. 

SATINALMA KURULU BASKANLIGI 
YOLCU SALONU KAT 1 
ENQUIRY NO. 977/3013 
KARAKOY, ISTANBUL 

7. 977/3013 

8. 05/23/77 

9. 201 

10. PROPOSAL 

35351 - VALUE NOT KNOWN. 

THREE (3) DIESEL DRIVEN, PORTABLE PNEUMATIC TRANSPORT DEVICES. 

MINIMUM SUCTION DEPTH AND BLOWING DISTANCE: 25 M. TO TRANSPORT 
GRAINS WITH 0.70-0.80 KG PER CUBIC DECIMETER DENSITY. CAPACITY: 

UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 1ST ANB 01208 081259Z 

88 TONS/HR. MAXIMUM WEIGHT EXCLUDING SUCTION AND BLOWING 
EQUIPMENT: 5 TONS. TO BE MOUNTED ON A CHASSIS WITH INFLATED 
TIRES AND A PULLING/LIFTING APPARATUS. SPARE PARTS REQUIRED FOR 
2 YEARS ( ON 300 SINGLE-SHFIT DAYS PER YEAR BASIS. 

11. PROFORMA INVOICES IN 15 COIES. 90 DAY OPTION FOR PURCHASER 
(TURKISH MARITIME BANK) AS OF BID DEADLINE. PAYMENT BY L/C. 

SPECIFICATIONS BEING POUCHED. 
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Disposition Action: n/a 
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Disposition Event: 
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Disposition Reason: 

Disposition Remarks: 

Document Number: 1977ISTANB01208 
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Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 
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Format: TEL 
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Handling Restrictions: n/a 
Image Path: 

ISecure: 1 
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Line Count: 63 
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Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
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Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 
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Review Event: 
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Review Release Date: n/a 
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